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NARA RG104, Entry 1, Box 148 


U.S. Mint, Philada. 
October 1, 1887 


Hon. D.M. Fox 
Superintendent 


Dear Sir 


The feed water heater put in by the Kensington Engine Works has been in use for about 
two months, in that time I can safely say it has worked quite satisfactorily. 


John Bonner 
Chief Engineer 


